si 8 Count Rumford's Letter, &c v 

and also directed that a letter be written to the Count, ao 
quainting him of this acceptance ; returning him thanks for 
the liberal donation, and assuring him that the conditions &n^ 
nexed to it will be strictly adhered to, 


ERRATA. 

Page 158, 3d line from the bottom, for fig. 8. read fig. 10. 

Page 205, 1. 14, for " there was no appearance of conception in the uterus 5 no pla- 
94 centa ;". read " there was no other appearance of conception in the uterus ; no other 
u placenta ;" &c, 


